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Jim Miller March 6, 2000 
Coinage Magazine 

4800 Market St. 

Ventura, CA 93003 


Dear Jim: 

Bill Murray sent me a review of the book George Mailis and I wrote on American 
Coin Scales and Mechanical Counterfeit Coin Detectors. 

If you do not have the book I will gladly send you one. One of your writers could 
select some of the material for an article or so for Coinage. 1 will gladly go over any 


article which is prepared. 


Duwes this interest you? 


Thrive, 


Enc P, Newman 


